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FD-72/D20 


Pulse Sequence: COSY 

Solvent; 020 
Ambient temperature 
Mercury-390 "mt l-nmrQ2" 

PULSE SEQUENCE: COSY 
Relax, delay i.qdq sec 

Acq. t ims 0.171 sec 
Width 2997.6 Hz 
20 Width 2997.6 Hz 
2 repetitions 
256 Increments 

OBSERVE HI, 299.7983953 MHz 
DATA PROCESSING 
Sq. sine bell 0.085 sec 
FI DATA PROCESSING 
Sq. sine bell 0.085 sec 
FT size 2048 X 2048 
Total time 12 min, 42 sec 
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